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ORE Components 

Acting Chief, Industrial Division, OHR 


31 October l$j6 


Location of Industrial Division 


1, ‘Phm relocation of the Industrial Division lass been 
a eec s g l , All Branches will retain their present telephone 
mwfhnrn It is espected that the branches will switch fro*a 
temporary to perswnent telephone service in a fev days. 

2* T I M» location and phone numbers of Industrial Division 
branches are as follows; 


O/Ch/D/I 

15^3 M 

2345-6 

* l/AR 

1215 Q 

3835-6 

* l/WA 

1211 Q 

3647-8 

* I/MB 

1212 Q 

3803-4 

* i/SH 

111? Q 

3033-^ 

* I/TH 

U07 Q 

2323-4 

* I/MB 

1108 Q 

2922-3 

i/m 

1023 Q 

4291-2 

i/m 

1544 X 

3696-7 

1/Cl 

1530 M 

8376-7 


3 . Storage safes and reading facilities for RESTRICTED 
DATA material have been provided in Room 1218 Q. 
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* Sew locations 


Distribution 
1 - St/I 
1 - St/A 
1 - CSS 
1 - AD/HR 
1 - Ch/E 
1 - St/I/C 
1 - St/S 
1 - St/PR 
Approved 
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